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STATUTES AT LARGE

[RULES

RULES AND REGULATIONS GOVERNING RENDERING
PLANTS FOR INEDIBLES
(Filed Secretary State's office October 14, 1949.)
1. Definition.-A rendering plant for inedibles is hereby defined as a plant
or establishment where waste materials, whether from garbage, meat pack-
ing plants, markets or condemned carcasses or parts thereof or fallen
and/or dead animals, are processed or rendered into another form or
destroyed, for commercial use or otherwise. These rules and regulations
shall not apply to the plants or establishments of packing plants for edible
meats; but rendering plants or equipments on the premises of such plants
for edible meat shall be governed by the rules and regulations applying
to such packing plants for edible meat.
2. Plant Sanitation.-(a) All yards, driveways, alleys and pens connected
with rendering plants shall be kept clean and properly drained at all times.
(b) Accumulated manure shall be removed at least every fourth day.
(c) All floors of buildings in which the rendering process is conducted
shall be of concrete or similar impervious material, so constructed as to
drain freely into traps connected with a satisfactory drain. Wails shall be
kept clean at all times.
(d) Properly equipped, sanitary dressing rooms and toilet rooms with
natural light and ventilation, and conveniently located, shall be provided
for employees.
(e) Ample, sanitary lavatory and toilet facilities, including hot and cold
water, soap and towels, to insure the cleanliness of all persons working
in rendering plants shall be provided. Where no connections from toilets
can be made to a sanitary sewer, a septic tank approved by the State
Board of Health shall be installed.
(f) An adequate supply of water shall be provided, delivered under
pressure to all parts of the plant; and adequate hot water shall be piped
to necessary places in the plant. An adequate supply of safe, potable water
shall be provided for drinking purposes.
(g) All buildings on the premises shall be rat-proofed.
(h) No dogs or cats shall be allowed around any rendering plant.
(i) Floors and walls of the plant killing and processing rooms shall be
washed at the end of each day's processing or killing, and the floor, trucks,
and other surfaces shall be washed as often as necessary to keep them
in a clean condition.
(j) Knives, saws, cleavers and other utensils shall be sterilized after
each day's use, and at other times when necessary.
(k) No person shall commit any nuisance whatsoever in the plant or
pens or within 150 feet thereof; and all industrial or trade wastes and
sewage shall be disposed of in a manner approved by the State Board
of Health.
(1) Adequate fly control methods shall be employed continuously, in-
cluding dusting and/or spraying with approved insecticides and elimina-
tion of fly breeding places on the premises.


